— 





Institutional Archive of the Naval Postgraduate School 





Calhoun: The NPS Institutional Archive 
DSpace Repository 


Theses and Dissertations 1. Thesis and Dissertation Collection, all items 


1960 


A preliminary evaluation of the Navion as a 
lateral-directional flight simulator for use in 
the investigation of flying qualities criteria 


Ebbert, E. L.; O'Hara, J. F. 


Princeton University 


http://ndl.handle.net/10945/12869 


Downloaded from NPS Archive: Calhoun 


Calhoun is the Naval Postgraduate School's public access digital repository for 
| (8 D U DLEY research materials and institutional publications created by the NPS community. 
«ist sia Calhoun is named for Professor of Mathematics Guy K. Calhoun, NPS's first 


mi) KN Ox appointed — and published — scholarly author. 

ia) LIBRARY Dudley Knox Library / Naval Postgraduate School 

411 Dyer Road / 1 University Circle 
Monterey, California USA 93943 





http://www.nps.edu/library 


NPS ARCHIVE 


1960.06 
EBBERT, E. 





A PHUBLIMINARY EVALUATICH. ©F THE NAVIGN 
AS A LATERAL DRECTIONAL FLIGHT SIMULATOR 
POR USE IN FRE CINVESTIGATION OlF 
FLYING QUALITIES CRITERIA 
-E. L. ERBERT 
and 


DUDLEY KNOX LIBRARY 
NAVAL POSTGRADUATE SCHOOL 
MONTEREY CA 93943-5101 























_-7 = 8, 





A PRELIMINARY EVALUATION OF THE NAVION 
AS A LATERAL-DIRECTIONAL FLIGHT SIMULATOR 
FOR USE IN THE INVESTIGATION OF 
FLYING QUALITIES CRITERIA 


E. L. Ebbert, Lieutenant, USN 
J. F. O'Hara, Lieutenant, USN 


Acronautical Engineering Report No. 509 


May 1960 


submitted in partial fulfillment of the requirements for the 
G@epree Ol Master Of goCcience in Engineering from Prineeven 
University, June, 1960 








NYS AKCHING 
\40,. 0 
FP BECICGE. 








-y KNOX LIBRARY 
POSTGRADUATE SCHOOL 


{ eP 
MONTEREY CA 93943-5101 


ACKNOWLEDGEMENTS 


The authors wish to express their appreciation to Professors 
Edward Seckel and Dunstan Graham, of the Princeton University Aero- 
nautical Ingineering faculty, for their assistance and guidance 
throughout the conduct of this investigation. 

Appreciation is also expressed to Mr. Enoch Durbin, Mr. Theodor 
Pures and the technical staff of the Flight Mechanics Department 
whose assistance in the design, installation, and maintenance of the 


autopilot system proved invaluable. 





A PRELIMINARY EVALUATION OF THE NAVION 
AS A LATERAL-DIRECTIONAL FLIGHT SIMULATOR 
FOR USE IN THE INVESTIGATION OF 


FLYING QUALITIES CRITERIA 


SUMMARY 


A preliminary evaluation was made of a modified North American 
NAvion airplane for use as a lateral-directional flight simulator in 
the investigation of flying qualities criteria. Modification of the 
test airplane was accomplished by installation of a three axis, variable 
feedback autopilot and associated controls and sensing transducers. An 
analytical development, based on servo-analysis methods, suggested the 
ratio of the numerator and denominator frequency terms in the roll angle 
for aileron control deflection transfer function as a possible flyime 
qualities criterion. This parameter was suggested by I. L. Ashkenas and 
D. T. McRuer whose analytical work provided the basis for parts of this 
investigation. A limited flight test program was conducted to evaluate 
the simulation capabilities of the modified NAvion and to make a pre- 
liminary investigation of the proposed flying qualities criterion. 

The modified NAvion was found to be capable of simulation of the 
lateral-directional modes of motion over a considerable range and to be 
of some utility for pilot-opinion investigation of flying qualities 
criteria. The flight test results indicated the possibility that the 
proposed flying qualities criterion may be a valid one, provided as- 


Signed numerical limits are functions of anticipated roll rates. 





Recommendations were made, where applicable, for correction of 
deficiencies found in the variable feedback autopilot system. 
The investigation was conducted at the Forrestal Research Center, 


Feaneeton University, during the 1959-1960 academic year. 
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SYMBOLS AND DEFINITIONS (continued) 
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a b Cy, 
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J 27 8 
DEFINITIONS 


feb le spine” derivatives indicate "equivalent or artificial 
stability derivatives." 

Aileron deflection is defined as the sum of the magnitudes of 
angular deflection of the right and left ailerons, positive to give 
positive rolling pegents. 

Gain Potentiometer - A potentiometer controlling the gain of a 
feedback signal from a sensor-transducer or a signal from one of the 
eectrical flight controls. 

- Ratio Adjustment - A potentiometer controlling the gain of a 
servo-drum position feedback signal. 

The non-dimensional derivative symbols used are defined in 


Ref. 5. All other symbols are defined as used. 
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SECTION I 


INTRODUCTION 


The lateral-directional flying qualities criteria as reflected in 
current military specifications are suspected of being inadequate for 
modern high-performance manned aircraft. The possibility is suggested 
that aircraft capable of high speed, high altitude operations may satis- 
fy all of the current specifications and still not be acceptable tom 
pilot for the successful accomplishment of all his assigned missions. 

It is also noted that some current aircraft do not satisfy published 
specifications and have been accepted only after exceptions to the 
specifications have been approved. The addition of complex automatic 
control systems is often required to attain acceptable handling qualities. 

The task of obtaining suitable parameters which correlate pilot opinion 
with the measurable or predictable lateral-directional stability and con- 
trol characteristics is, in general, very complex. This general problem 
has been the subject of many investigations. Extensive use has been made 
of ground simulators and variable stability aircraft in order to formulate 
these parameters in terms of data obtained from the lateral-directional 
motion time histories. The selected parameters should be related to the 
aerodynamic stability derivatives over which the aircraft designer has 
some measure of control. Such parameters, if valid, could be used in the 
design phase in order to predict and improve flying qualities of a 


proposed aircraft. 





One approach to this problem has been advanced which has as a 
general objective the simplification of the automatic control and 
stability augmentation devices necessary for acceptable vehicle per- 
formance. This approach considers airframe, control system and pilot 
as the three elements of a closed-loop servo system in order to improve the 
compatibility of the individual elements and optimize the over-all perform- 
ance. Using servo-analysis techniques, the combined system response is 
predicted. The transfer functions of the airframe element must neces- 
sarily contain the stability derivatives over which the designer has some 
control. The design problem is then the integrated problem of designing 
to meet both the performance and the handling qualities specifications. 
Where compromises are necessary, the designer may choose to use automatic 
control system elements to provide over-all satisfactory performance of 
the system. From this approach a set of parameters have been defined. 
some of which are not contained in the military handling qualities speci- 
fications, but which have been suggested as important handling qualities 
criteria. 

The purpose of this investigation is to determine the feasibility of 
using the NAvion class airplane in the simulation of an arbitrary airplane, 
and to study the response of the simulated airplane to the variation of 
one of the proposed lateral-directional handling qualitiies criteria de- 
rived from the combined system approach. 

For le purpose, a three-axis variable feedback autopilot was in- 
stalled in a NAvion airplane, and a series of flight experiments was 


performed to evaluate the system. 





SECTION II 


EQUIPMENT 


The variable stability flight simulator used in this investigation 
was a North American NAvion airplane. To provide the variable stability 
capability, a modified Minneapolis-Honeywell autopilot, USAF Type E-1l2, 
was installed. The modification of the autopilot consisted of addition 
of supplementary rate gyros, sidesdip and angle of attack transducers 
and an airspeed transducer. Signals from the transducers, proportional 
to the measured quantities, were introduced as input signals to the auto- 
prlot, resulting im control defleetion proportional to the measume. 
Gueptity. This made the system capable of effectively modifyingeyiie 
airplane stability derivatives. Data collection and recording were ac- 

‘ 
complished by means of an ASCOP pulse width/frequency modulated telemeter- 
ing system. An analog computer, GEDA, was used in the theoretical 
sevelopment of the problem. 
TEST AIRPLANE 

The NAvion is an all metal, low wing, four place airplane powered 
by a single engine. The engine, a Continental EF-185, drives a variable 
pitch Hartzel propeller and is rated to deliver 185 horsepower for maxi- 
mum continuous power at sea level at 2300 REM. The control surfaces are 
of conventional design. The ailerons, frise type, have a streamlined 
static balance fixed at the outboard end of each aileron. The trim tabs | 
for the aileron and rudder are of the fixed-bend type, and ne elevator 
trim tab is adjustable,\from the cockpit. The physical characteristics 


of the NAvion are listed in Table I. A photograph of the test airplane 





is shown in Fig. 1. The airplane was modified for this investigation 
by the installation of a three-axis varlable feedback autopilot. 
AUTOPIIOT 

The basic autopilot, designed for use in a Plasecki H-21 helicopter, 
controls and alters stability of the airplane in the pitch, roll and yaw 
axes through three channels of operation. Each channel is composed of 
an AC series summing network which combines signal voltages from the 
sensing transducers, the electrical flight controls and the knob actu- 
ated trim controller. The difference between this combined signal 
voltage and a voltage feedback signal from the servo-drum position trans- 
ducer, an error signal, is applied to an amplifier, phase discriminated 
and transferred into servo drum rotation by means of dual power relays. 
The servo drum rotation moves the control surfaces through the conventional 
cable control system of the aircraft. The motion of the control surface 
continues until error signal voltage at the input to the amplifier is re- 
duced to a value below the threshold of the system. This value is about 
fioity millivolts. 

The suitability of using this autopilot in the NAvion airplane to 
provide equivalent (artificial or variable) stability derivatives was 
verified from a single sensor control loop system study using servo- 
analysis methods. The control loop containing the servo positioning 
loop, the airframe, and a rate gyro was synthesized. Assuming the system 
to be linear, the transfer functions of the system elements were estimated 
for each channel. The open and closed loop amplitude and phase character- 


istics were determined using Bode diagrams. The analysis showed the 





response of the autopilot system to be too slow to control the longi- 
tudinal short period motions of the aircraft. This necessitated the 
installation of a larger drum on the pitch channel servo-motor. To 
assure that the closed loop attenuation of the autopilot response to a 
gyro oscillation at the rate gyro natural frequency, estimated to be four 
cycles per second, would be sufficient to prevent instability of the 
system, the natural frequency of the rate gyros was increased to about 
eight cycles per second. This was accomplished by clipping off eight 
turns of each centering spring in each rate gyro. 

The basic autopilot was modified by deleting some of the original 
provisions and by supplying additional feedback loops. The directional 
coupler feedback loop, the flight control stick trim provisions, snd the 
coordinated turn provisions were eliminated. Sideslip angle and roll rate 
feedback loops and a cross-control signal proportional to aileron control 
stick deflection were added to the yaw channel. Sideslip angle and yaw 
rate feedback loops were added to the roll channel. Block diagrams of the 
modified yaw and roll channels are shown in Figs. 2 and 3. The manually 
adjustable ratio potentiometers were relocated on a gain control panel 
placed between the pilots' seats as shown in Fig. 4. An electronic safety 
device was installed to prevent "hard-over" signals by automatically dis- 
engaging the autopilot if an error voltage exceeding approximately 3 yore 
should instantaneously appear at the amplifier input. The nature of the 
AC summing networks was such that signals from any one of wie transducers 
could be fed into two channels. If an additional sensed quantity was re- 


quired for two channels, a separate potentiometer input was necessary. 





An auxiliary circuit was placed in the aileron control summing network 
which allowed the pilot to select any desired step input of voltage, 
simulating a control deflection step input. 

The installation of the autopilot components and instrumentation of 
the test airplane was done in conjunction with another research group. 

The mechanical installation of the servo-motor units, the tie-in with the 
NAvion control system and the external instrumentation booms are described 
in Ref. 1. The installation of the electrical components and the cockpit 
modification are described in subsequent paragraphs. 

The servo-motor units were mounted on a fuselage frame aft of the 
equipment compartment. The cable connection between the servo-drums and 
the airplane control cables was accomplished through pulley systems. 

The electrical components of the autopilot were installed on a metal 
equipment table located in the equipment compartment. The general arrange- 
ment of components of the system is shown in Figs. 5 and 6. Electrical 
cabling from the transducers, and from the stick and knob actuated flight 
controllers was joined with the cabling to the servo units and the cail- 
bration unit through a terminal board. This board facilitated the wiring 
and trouble-shooting, and provided flexibility in configuration changes. 
The schematic wiring diagrams of the AC summing circuits are shown in 
Figs. 7 and 8. The excitation voltages for the transducers were provided 
by four multiple-wound sealed transformer units located on the equipment 
table. The polarity of each feedback quantity could be changed by reversing 
the transducer potentiometer excitation voltage leads on the main terminal 
board. The power for the autopilot system was provided from the 28 volt DC 


aircraft system and a ‘regulated 40O cycle, 115 volt, single phase AC inverter. 





The co-pilot's cockpit area was modified to provide for the stick 
and knob actuated flight controllers, the electrical rudder pedals and 
the gain control panel. The general arrangement of the cockpit is shown 
in Fig. 9. The rudder pedal configuration was designed so that the travel 
of the pedals was approximately the same as those of the basic NAvion. 
The pedals were spring loaded to the center position and operated a 360 
deg. potentiometer, located under the stick flight controller, through 
a cable and pulley system. The co-pilot's seat track was extended to 
allow further aft adjustment of the seat in order to provide ample room 
for the test pilot to manipulate the controls. Dis-engage switches were 
provided on the pistol grip stick controller and for the safety pilot on 
the left console. The force-feel system for the controls consisted of 
the springs on the rudder pedals and a spring centered stick flight con- 
troller with an adjustable fluid damper. The stick flight controller 
requires a small break-out force to deflect the stick from the centered 
position. Since this characteristic was not considered objectionable, the 
controller was not modified. 

Quantities to be telemetered were taken from the appropriate termi- 
nals on the main terminal board to a 15 channel filter-conversion unit 
which converted the voltage to DC. The terminal numbers associated with 
the various elements of the summing circuits are shown in Figs. 7 and 8. 
The terminal numbering scheme for the main terminal board is shown in 
Fig. 7.. A gain control for each channel permitted the DC voltage to be 
adjusted to that required by the telemetering system (0-5 volts). From 


the filter-conversion unit, the DC voltages representing the measured 





quantities were taken to an auxiliary terminal strip and connected to the 
telemeter transmitter unit. 
Ground adjustments of the complete autopilot system included: 
(1) setting the control system cable tension to 30 lbs.; 
(2) setting the servo unit over-ride clutches for the proper 
output torque so that the safety pilot could over-ride the 
servo motors when the autopilot was engaged; 
(3) setting the limit switches in the servo unit to interrupt 
power to the servo motor at a drum angular position less than 
that required to drive the control surface to the mechanical 
control st@ps; 
(4) setting the amplifier sensitivity and throttling controls; 
(5) removing the quadrature voltage; and 
(6) fully calibrating the system. 
INSTRUMENTATION 
The transducers in the feedback loops of the modified autopilot pro- 
vided signals to the autopilot amplifier through the AC summing networks 
and provided the signals required to measure the aircraft motions. The 
flight condition data (airspeed, altitude, and outside air temperature) 
were obtained from standard aircraft instruments. Errors in these instru- 
ments were assumed negligible. The physical characteristics of the com- 
ponents of the instrumentation system are listed in Table II. 
Two of the modified rate gyros were located on the autopilot chassis 
on the main equipment table and two were mounted on the floor of the air- 


craft in the equipment compartment as shown in Fig. 5. 





The pitch-roll attitude gyro was mounted on the main equipment 
table on the autopilot chassis as shown in Fig. 6. 

The use of a single sideslip vane was possible because it contained 
two separate potentiometers. The sideslip vane was installed on a boom 
extending four feet ahead of the wing leading edge at the wing tip. It 
was assumed that this distance was adequate to minimize measurement errors 
due to the wing pressure field. The vane configuration is shown in Fig. ll. 
The position of the sideslip vane was such that the yawing rate of the air- 
craft about the vertical body axis would affect the sideslip angle measure- 
ment slightly, but this effect was neglected. 

The telemeter transmitter unit consists of a rotary switch sampling 
each of 43 input channels plus two synchronizing channels at the rate of 
20 times per second. The sampled data are converted to pulse width form 
by a keyer unit and transmitted as a UHF frequency modulated signal to 
the telemeter ground station. The filter-conversion unit limited the data 
measurements to 14 quantities plus ea full scale reference voltage. By 
jumper wiring on the auxiliary telemetering terminal strip it was possible 
to sample a given quantity more than once for each revolution of the 
Switch. Specifications of the telemeter transmitter unit are listed in 
aoe TT. 

CALIBRATION 
The purpose of the system calibration was twofold: 
(1) to obtain data which would give the desired feedback gain 
potentiometer setting to produce a given value of the 
equivalent stability derivative. The gain setting produces 
a ratio of the units of control deflection per unit of the 


quantity measured. 
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(2) To obtain data required to convert the received telemeter 
Signals at the ground station into equivalent measured 
flight data. 

The feedback gain potentiometer setting data were obtained by 

measuring and. plotting: 

(1) the transducer output voltage versus the magnitude of the 
measured quantity; 

(2) the corrected gain potentiometer settings; (This was necessary 
because the potentiometers used had two linear ranges, and 
required the determination of the face-plate settings for any 
given output to input ratio}; 

(3) the control deflection per voltage input to the amplifier 
for a given ratio adjustment of the servo-position feedback 
Loops 

Since the excitation voltage of the gain potentiometer was supplied 

by the output of the corresponding transducer, the product of theseupa- 
rameters gave the control deflection per unit of measured quantity as a 


function of the potentiometer face-plate setting. 


___voltage output __ x corrected potentiometer setting x Comtrol deflection 
unit measured quantity voltage input to AP 


_ | econbrelecer lection 
~ unit measured quantity 


The rate gyros were calibrated by placing the gyro on a turntable, 
exciting the gyro from the aircraft circuitry and measuring the output 
voltage for various timed rotation rates of the turntable. 

The roll angle gyro was calibrated at zero and plus or minus ten de- 
grees of roll angle by tilting the gyro case with a measured ten degree 


wedge and measuring the output voltage. 





The sideslip vane potentiometers were calibrated by measuring out- 
put voltage versus sideslip angle by means of a protractor mounted on 
the vane. 

The gain potentiometer face-plate setting versus the ratio of out- 
put voltage to input voltage was obtained by exciting the potentiometer with 
a known voltage and measuring the output voltage as a function of the po- 
tentiometer setting. 'Face-plate setting" is emphasized because the true 
zero positions of the potentiometers did not correspond with zero face- 
plate readings in all cases. No appreciable loading effects were noted. 

The control deflection versus voltage input to the servo-position 
control loop was obtained by measuring control deflection for various in- 
put voltages. Rudder angle was measured with a calibration protractor 
mounted on the vertical stabilizer. Aileron deflection was considered as 
the sum of the magnitudes of the angular deflections of the two ailerons. 
Angular deflection was measured with a protractor attached to the aileron 
Static balance-weight arm. Aileron calibration was made for the roll po- 
sition servo ratio adjustment at a maximum setting (minimum degrees of 
drum rotation per volt), while the rudder calibration was made for the 
entire range of the yaw ratio adjustment. 

The transducers were nearly linear throughout their useful range. 
Rudder and aileron deflection were linear with respect to input voltage 
for given servo control ratio adjustments . The departures from linearity 
were in the control deflection per unit input voltage versus the position 
servo control ratio adjustment, and the feedback gain potentiometers. The 
latter were special purpose potentiometers which were approximately linear 


from zero to about seven tenths total wiper travel, at which point the 


lo. 





output was 96% of the excitation voltage. The response in the last three 
tenths wiper travel was linear but with a large slope change due to a 
larger size wire in the potentiometer winding. 

The calibration data for the gain potentiometer settings versus the 
control deflection per unit measured quantity, and versus transducer voltage 
output per unit measured quantity are shown in Figs. 12 through 19. 

The data required to convert the telemetered data into equivalent 
flight data involved the calibration of the filter-conversion unit. The 
AC voltage input was measured and plotted versus the DC voltage output. 

The AC voltage input corresponded to the AC voltage output of the appropri- 
ate sensing transducer, previously calibrated, with a linear shift of the 
zero reference. Calibration data showing percentage full-scale (0-5 volts DC) 
versus magnitude of the a re are shown in Fig. 20. 

GROUND STATION 

The ground station data collection equipment consisted of an ASCOP M 
series PW/FM ground station, an Ampex Model 309C dual track tape recorder 
and associated graphical recorders. 

The ASCOP ground station received the modulated signals from the air- 
borne unit, demodulated and decoded the signals to provide for each of 
the 43 channels of information, and provided a continuous voltage output 
to the recorders representing the measured flight data. 

The tape recorder had provisions for simultaneous recording of telemeter 
and voice transmissions. This permitted the recording of description of 
runs, pilot's comments and ground station operator's comments along with 


the telemeter data. 
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Sanborn four channel pen recorders, Model 154-100B, were limes sia 
the graphical recording phases. 
ANALOG COMPUTER 

The analog computer used in this investigation was a Goodyear Air- 
craft Corporation Model L3 (GEDA ) linear electronic differential analyzer. 
Twenty-four automatically stabilized DC computing amplifiers were available 
with open-loop gain greater than 5 x 10!, and of negligible drift. Te 
computer incorporated an automatic error indicator and had a guaranteed 
accuracy of one percent. Provisions were available for accurately setting 
computer board potentiometers by the use of a special calibration potenti- 


ometer and null indicator. 


a2. 





SECTION III 


DISCUSS ION 


The development and meaning of a proposed lateral-directional flight 
acceptability criterion is briefly described in this section. It was not 
within the scope of this investigation to conduct a complete pilot-opinion 
study, but only to outline such a study from an analytical point of view 
and to confine the experimental phase to the preliminary evaluation of 
the modified NAvion as a possible research vehicle for a more extensive 
and complete study. 

The particular aspect of the lateral-directional response under con- 
sideration in this investigation is the roll rate response to aileron 
deflection. Although aileron deflection is referred to frequently in 
the subsequent discussion, the analysis would apply equally well to a 
Spoiler or other type of roll control system. The roll rate respanecui- 
of considerable importance to the military pilot in that a high degree of 
precision in roll control is required for the maneuvering and "closed- 
leap" tracking phases of many tactical missions. From the pilot's view- 
point it would be desirable to have roll rate directly proportional to 
control deflection with no time lag and no induced transient oscillation. 
Flying qualities parameters which could measure the departure of the roll 
mesponse from this idealized condition would then be very desirable. In 
ee@aition, any sueh parameter snore Simply expressible in Seriase. 
aircraft stability derivatives and should correctly reflect pilot opinion 
in terms of measurable quantities from time histories of the lateral- 


directional dynamic response. 
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The airframe designer might then interpret such "valid" flying 
qualities criteria in terms of stability derivatives and thereby in- 
crease the predictability of satisfactory dynamic performance from the 
vehicle without the necessity for extensive modifications of the com- 
pleted airplane by later addition of complex stability and control 
augmentation devices. 

A combined system approach using servo-analysis techniques considers 
the airframe, the pilot and the control system as elements of a closed 
loop servo system. The block diagram of such a system is indicated in 


the following illustration: 





Vehicle 
Dynamics 







The transfer functions of the airframe, the control system, and the human 
describing function are known to at least a first order approximation, and 
the system performance may be evaluated using conventional servo-analysis 
mechniques. From this analytical approach, deseribed in detail in@ieitie. 
a set of possible flying qualities criteria are defined. Their relation- 
ships to the human pilot describing function, and to the lateral-directional 
airframe transfer functions, are indicated. Using available experimental 
data and approximate airplane transfer ninenione in térms of stabiliv: 
derivatives, numerical ranges for the proposed set of parameters were de- 
fined which represent a "good" equivalent airframe. These proposed flying 
qualities criteria were compared with the current military specifications 


and with the results of a large number of flying quality experiments. The 
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conclusion was drawn that the parameter » the ratio of the numerator 


Ww 
to the denominator frequency terms in the roll angle to aileron control 
deflection transfer function, e » might provide a useful and important 
specification. This parameter is not explicitly contained in the military 
specifications. 

This ratio, = , is approximated by: 

@) (8) 4- 'B Nb 

Ng bbe 


The parameter is derived from the — » transfer function which in 


ba 


Laplace notation is represented as; 

(2) P(s) _Ngis) - — Ag (824+ 2 Bug st we?) 
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The denominator is the lateral-directional characteristic equation showing 
the conventional factorization which is the spiral, the rolling mode, and 
the dutch roll roots, respectively. The numerator is obtained from the 
Cramer's rule solution of the lateral-directional simultaneous differential 
equations of motion for the roll angle. If the control input is a unit 
peep aileron deflection, the rolling velocity transform is: 

(3) b(s) = Ag (S74 254 wgs + wo) 

(StL )(54+L)( 5742 Rwy 5+?) 
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where the coefficients in terms of stability derivatives are approximated 
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In the preceding approximations the product of inertia, I has been 


XZ? 
negleeted, and these approximations are subject to validity conditions 
defined in Appendix A. 

From the representation of Equation (3) in terms of the stability 
derivatives, the simiderity of the second order terms is Spparcic ees 
particular, for the case where the second order factors are equal, sana 
the spiral root is small, the rolling velocity equation reduces to the 
single degree of freedom rolling equation. This condition occurs when: 

Kk Sawa = 2 8pwd 
Wd = Wo 


Assuming this condition initially, the departure of the ratio a 
from unity will indicate the magnitude of the induced dutch ol ee 
lation about the steady state roll rate response of an airplane to an 
aileron control deflection. The damping ratio terms are normally of the 
same order. The effect of the departure of the ratio 9 from unity 
is clearly illustrated by the relative pole-zero locations on root-locus 
diagrams of the i transfer function. 

By further assuming that the damping ratios are small and that the 


Spiral root is small, an approximate inverse transform of Equation (3) 


May bewwritten as: 
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where the terms indentify, in order, the rolling motion assoodetied with 
the spiral, roll subsidence and dutch roll modes. 

If Fquation (4) represents a valid approximation of the rolling 
velocity response to a step aileron input, then the influence of the 
parameter 2 and the effect of its departure from unity on the magni- 
tude of the steady state and the dutch roll mode is clearly shown. 

It is noted that an exact literal solution of the inverse transform 
without use of appropriate approximations is extremely complex, and be- 
cause of its complexity is not too useful. 

Equation (4) was presented by the authors of Ref. 2, and the extent 
of the approximations used in the derivation is not known. Even if the 
approximations are basic, the usefulness of Equation (4) is not destroyed, 
in that it may be used to analyze the roll response and to calculate 
approximate solutions for specific examples. [If the validity of the 
equation is in doubt for a particular application, recourse to more exact 
solutions from digital or analog computers would provide accurate and rapid 
information concerning the nature of the roll response. 

in order to investigate the effect of the ratio at on the roll 
response to an aileron step input, it was observed that the ratio could 


be changed by artificially varying the ratio wes . Varying this ratio 


Cc 
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for an airplane with a known characteristic equation would serve to main- 
tain constant characteristic modes of motion and then pilot-opinion would 


SD) 
be affected only by the variation of the ratio = ; 


For a pilot-opinion investigation, a measurable parameter which might 
be used to correlate pilot-opinion and the time history of the roll rate 


response to a step aileron input is the ratio of the magnitude of the 


P, if 
first overshoot to the steady state rolling velocity, a . This Gerre-— 


$s 
was used in a ground simulator pilot-opinion study des- 


lation parameter' 

cribed in Ref. 3. The test results indicated a good correlation between 

the parameter, |Pil » and pilot opinion. The conclusion was drawn that this 
ss 


was a valid parameter, and that the maximum acceptable value was 4.5%. 


This correlation parameter was defined in terms of stability derivatives as: 
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This correlation parameter is equivalent to the ratio of the dutch roll 
magnitude to the steady state rolling velocity magnitude terms of Equation (4), 
which for the conventionally small spiral root may be written: 
(-(ay ~ Sduyt 
(6) [Poe] = _/ lz) cc si (Wat - A) 
P5s Vit We Tr” 
Equation (6) can be shown to be identical to Equation (5) by making the 


following substitutions: 
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phase angle A= - Ge 
ait 

time to first overshoot Gas ud 
Ty, 


OF 
cycles to 1/2 amplitude Sy, = = es 


fol z - aos ae 
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Si MeN Vir ta } ? Te 

The latter two substitutions are first order approximations. In addition, 
it is necessary to adopt the same sign convention for the aileron de- 
flection used in the two equations. 

One notes in Equations (4) and (6) that for values of <4 ee 
there will be no dutch roll magnitude nor any overshoot in the roll res- 
ponse to an aileron control deflection. This may occur when the derivative 
NS5 is equal to or close to zero. The absence of an overshoot indicates 
a desirable rolling response, and for those cases where the Ze ratio is 
close to one, then other parameters of the proposed set will specify satis- 
factory dutch roll oscillatory characteristics. 

The fact that two completely independent investigations, one experi- 


mental and the other primarily analytical, result in the same suggested 


handling qualities parameter adds credence to the possibility that the 


ratio“? may meove to be an important criterion. tEavadditton ww 
parameter /A/ provides a convenient way of measuring the a ratio from 
Bs 


flight test or analog data. 


It is emphasized that in the foregoing development and discussion 


d 


of the effects on the roll response for the case when the ratio = 


differs from unity that there will be an associated effect on the 


quantity €Syw9- It has been assumed that the condition: 


R§gw¢ = Z $d Wa 
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has not been altered significantly. For a particular case under ex- 
amination, consideration must be given to the effects on the roll response 
and in particular on the magnitude of the dutch roll response due to 
deviations from this equality. 
EQUATIONS OF MOTION 
The NAvion airplane and the variable feedback autopilot were considered 
together as a linear “equivalent airframe" system, with the equivalent or 
artificial stability derivatives generated by the variable feedback loops 
and the associated control deflections. It was considered desirable to 
express the lateral-directional set of the small perturbation equations 
of motion in a dimensional form: 
(7-1) (S-WB+ ¥- YF 
(7 - 2) =aaaaeee - inwy + (s*-Lps)> =L5,da t+ 5,50 
(7 - 3) - NOB +HS-m)¥- NPS = NG So+ Ng Sn 


These equations were obtained from Ref. 4, and differ from them by the 


Yon Sn 


following assumptions and change of variables. 
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The lateral control inputs may arise from any type of control system, but 
the conventional control system of the NAvion dictated the control notations 
6, and So for conventional rudder and aileron control deflections. 
An exact equivalence of Equation (7) and Equations (11-34) of Ref. 5 
may be shown by expressing the latter in real time, in Laplace notation, 


and in the following form: 
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The parameters of airplane motion which were measured and available 
for feedback to the automatic pilot were sideslip angle, yaw rate, roll 
angle, roll rate, rudder pedal position and lateral stick position. Using 
these parameters, each with an associated feedback gain, the rudder and 
aileron control deflections were defined as: 

(c= dn= Ky de + Ky A + K5 > ae Ky + Ky Sa 

(9 - 2) da = Ki35at Koh + Kg @ + Kio P + Ku dg 
The constants Ky are functions of the autopilot system and the range of 
values possible for these constants defines the limits of the possible 
simulation for any given configuration. 

Combining Equations (9) and (7) yields the final set of equations for 


the artificial stability airplane: 
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The doubled primed "effective derivatives" are defined in terms of the 
ijp20 Table III. The derivatives Np and ly are artificial derivatives 
end are normally zero in real airplanes. 

The equations for the equivalent stability derivatives as listed in 
Table III may be solved for the variable gain constants to yield a more 


usable form for simulating an aircraft of known stability derivatives in 


the following manner. Consider the following pair of equations: 


fe 
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If the double primed derivatives are the desired values and the unprimed 


derivatives are the derivatives for the basic NAvion, the two equations 


a 


mey be written: 


Lg-le = Kqld, + Kg Log 


Solving these two equations simultaneously for Ky, and Kg gives: 
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‘Ka = (t6-lg)NSa — (NB - Ne) L So 


Kez (NB'-Ng)Lin — (48 - 46) Nea 
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Numerical solutions for the various KG based on NAvion numerical derivatives 


are shown in Table IV. 
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In considering the over-all effect of varying the gain constants to 
satisfy a given set of stability derivatives it is necessary to examine 


the following equations: 


Wi = Wy + KY Se 
eee Ke Ysa 
Ye = Ks Yin 


The derivative Y," can be varied only at the expense of losing the inde- 
padent variation of one of the more important derivatives Lge Or Ng i 


fimeaddition, the derivatives Yond and Y,." which are normally considered 


p 
negligible in conventional aircraft configurations are present for any 
non-zero values of Ks and Ke. However, due to the small magnitude of the 
basic NAvion derivative on these effects may be considered negligible for 
small values of the associated gain constants and it may be assumed that the 
only effect is that the derivative Y, cannot be modified from the basic 
NAvion value. Also it should be noted that the term g/U, which corresponds 
to Lo can not be modified artificially with the present feedback scheme. 
From the foregoing discussion it is concluded that a system suemea. 
tHe One proposed has the capability of varying all of the stability deri- 
vatives in Fquation (10), except those appearing in the side-force equation. 
The range of variation is theoretically dependent only on the range of the 
K, available with the airplane-autopilot system. It is also noted that 
modifications to the numerator terms of the transfer function may be made 
memwel]l as modifi¢ation to the characteristic equation. 


Numerical values for the basic NAvion stability derivatives were ob- 


tained from the "best average" of experimental and analytical determinations 
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as given by Refs. 6 and 7. The values used are tabulated in both di- 
mensional and non-dimensilnal form in Table V. Dimensional derivatives 


are based on the following flight condition: 


U, = 120 MPH 
hy = 6,500 enue 
W = 2800 lbs. 


SIMULATION OF AN ARBITRARY "X" AIRPLANE 
In the selection of an arbitrary airplane to simulate, it was desired 
that the characteristics be appreclably different from those of the basic 
NAvion to indicate the simulation possibilities of the modified NAvion. 
In addition, it was desired that the characteristics lend themselves to 
the proposed investigation of the effect of variations in the z ratio. 
In a proposed lateral dynamic handling qualities test program, Cornell 
Aeronautical Laboratory has suggested response specifications for a hypo- 
thetical airplane which characterizes a "good equivalent airframe." This 
proposal is given in Ref. 8. Two values of the damping parameter Air were 
suggested in order to cover both the satisfactory and unsatisfactory dutch 
roll damping ranges defined in current military handling qualities specifi- 


cations. The smaller of the suggested values was chosen for this investi- 


gation. The suggested response specifications for the "X" airplane were: 





Tp = O.4 sec. 7 < J Wy = 2 rad/sec. Sg = .05 
(>| : i Usd 2 tt iT ; : 
Ws 3 Lda ( OP\" as "good" region from pilot opinion 
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Longitudinal characteristics "good" - satisfied by basic NAvion 
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The determination of numerical values for the desired stability deriva- 
tives to satisfy these conditions and determination of the necessary 
feedback gain constants are shown in Appendix A. The results of these 


calculations may be summarized as follows: 


Basic Airplane "X" Airplane 
i, oie 0.216 
g/U, = 0.183 

Lg = - 9.76 Lg’ = - 19.26 
ee ice L," = - 2.184 
L. = 1.95 L.” = 2.26 
Ng = 4.81 Ng" = 4.0 
Ny = - 0.376 Ny = 0.122 
N. = - 0.416 N. =~ 0-30 
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i Nbe 


“sa Numerical Value > a “iam 
Ky, 0.248 On - 0.156 0.915 
K, - 0.152 0.8 = 0.075 0.393 
Ke - 0.046 0 ©) - 0.0492 
Kp - 0.484 ee 0.092 - 0.542 
Ky 0.271. 

Bo 0.020 

aA O 


tt 


It was not found necessary to utilize the artificial derivatives Ng and 
" in the simulation. 
The major modifications to the basic NAvion were seen to be: 
(1) a large inereas in positive dihedral effect, 
RCo) a large decrease inthe damping in roll, 
(3) a moderate decrease in the damping in yaw, and 
(4) a change of sign of the yaw due to roll derivative. 
The change in sign of the yaw ate to roll which was required to satisfy 
the specifications of the "X" airplane, although unorthodox, could occur 
for airframe configurations with low aspect ratio wings and a large verti- 
cal fin which is characteristic of many high performance aircraft. For 
example, flight test results for the F-100 cited in Ref. 9 show a positive 
value for the derivative in certain high speed flight conditions. 
Due to the validity condition for the dutch roll damping approximation, 
shown in Appendix A, some doubt existed as to the achievement of a §, 


value of 0.05. The lack of simple and accurate approximations for dutch 


roll damping makes this aspect of simulation predictions difficult. 
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Variation of the parameter =" over the range 0.5 to Tec was oe- 
lected in order to study the extremes of the ranges suggested in Ref. 2 
and 8. In particular it was considered desirable to determine whether 
= = 0.5 would produce roll rate reversal as predicted in Ref. 2. 

The computed values for the feedback gain constants were within the 
capability of the modified NAvion, the signs of the numerical values 
dictating the polarity of the variable feedback loops. The required 
values of Ke and Kio 


dictable accuracy without extensive circuitry changes in the autopilot 


however, were impossible to obtain to any pre- 


system. The effect of the parameters associated with Ke and K,~ on the 


10 
motions of the simulated aircraft is discussed in the analysis of analog 
computer results. 

The necessary gain potentiometer settings required in the NAvion to 
achieve the desired values of the K; and Dy are shown in the calibration 
eurves of Figs. l2 through 19. 

ANALOG COMPUTER STUDY 

An analog computer study was made using an electrical analog of the 
variable-stability NAvion and the calculated values of the feedback gains 
necessary to simulate the "X" airplane. 

The purpose was: 

(1) To ascertain the degree of simulation possible from the 

approximate calaulation methods used; 

(2) To determine the range of the aircraft control deflections 

necessary to accomplish the simulation in order to determine 


the limitations of the modified NAvion in simulating the 


"X" airplane; 
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(3) To study the effect of varying the ratio ae on the 

time response with predictions which may be made from 
Equation (4). 

Using the equations of motion expressed in dimensional derivatives 
and real time, Equations (J), the required computer circuitry was de- 
signed so that the potentiometer settings represented the derivatives, 
thus facilitating the association of the equations with the computer 
circuitry. Separate summing networks were designed to produce rudder 
and aileron control deflection proportional to the appropriate airplane 
motions so that the stability derivatives could be modified on the com- 
puter in the same manner as in the modified NAvion. Computer circuit 
diagrams are shown in Fig. 21 and Fig. e2. The computer equations and 
potentiometer settings are given in Table V. 

The forcing functions used to study the characteristics of the motion 
of the "X" airplane were a step aileron input to obtain the rolling velocity 
response and a combined rudder and aileron pulse to excite the dutch roll 
mode of motion. A two degree step was chosen in order to provide a uni- 
form input for the entire range of variation of the ne ratio. fuie 
magnitude of the step function was low enough to allow sufficient time for 
a steady state roll rate to be reached before attaining an excessive roll 
angle and yet large enough to provide a measurable response. 

The time-traces from the computer runs are shown in Fig. 23 through 
Fig. 27. The results of measurement of the parameters of interest, made 


from these time-traces, are given in Table VII. 
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Some difficulty in obtaining consistent measurements from the time- 
traces was experienced. In particular, the dutch roll damping ratio, the 
magnitude of the first overshoot of the roll rate and the magnitude of 
the steady state rolling velocity were difficult to measure accurately. 

In analysis of the time-traces, the influence of the spiral mode was 
assumed negligible for the first three seconds. The damping ratio was 
determined by constructing the envelopes of the dutch roll traces, 
measuring the magnitudes from the mean line to two successive peaks and 
converting the ratio of the amplitudes to damping ratio by use of charts 
given in Ref. 10. The accuracy in measuring the correlation parameter 

for =* ratios near unity is doubtful, due primarily to the relatively 
low rolling velocities attained. 

The results of the time-trace analysis showed good simulation of the 
response specifications of the "X" airplane with the exception that dutch 
roll damping was higher than desired. This possibility had been anticipated, 
and was discussed previously. It was found analytically and verified by 
the computer study that the magnitudes of the yaw-rate feedbacks required 
for the modification of the derivatives N,. and L. were very small. Due 
to the improbability of any appreciable accuracy in attaining the potenio- 
meter settings required to supply these small feedbacks in the modified 
NAvion, it was decided to leave these derivatives unmodified. This con- 
dition could be alleviated through a modification of circuitry by using 
dropping resistors or by reducing the excitation voltage on the yaw rate 
transducers. Changing the summing circuitry by the use of dropping re- 
sistors to improve potentiometer resolution had been tried in the pitch 


channel, resulting in quadrature and threshhold problems arising within 
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the amplifier-calibrator unit. For this reason, no such modification 

was attempted in the roll or yaw channels. The result of leaving these 
derivatives unmodified was seen from the analog traces to be an increase 

in the dutch roll damping and a change from a slightly divergent to a 
slightly convergent spiral mode. These effects are readily predicted by 
referring to the approximations for the spiral and dutch roll damping 

etic of the characteristic equation. The necessity for further in- 
vestigation to determine compatible relations between the ratio adjustments 
and the feedback gains used in the autopilot circuitry is indicated. 

The range of control deflections necessary for the simulation were 
seen from the analog study to be well within the range available in the 
NAvion. 

The results of the analog study clearly showed that departure of the 
ratio =? from unity was reflected by an increased magnitude of the in- 
duced dutch roll oscillation in response to an aileron step input. In 
addition, a rolling rate reversal had already occurred fer = = O.58 
An increase in the value of the = ratio produced an increase in the 
steady state roll rate attained for the same input magnitude. All of 
these effects, except the premature rolling reversal are predictable from 
Equation (4). 

The computer study showed no major theoretical limitations to the 
use of the modified NAvion as a lateral-directional flight simulator. The 
problem of obtaining a large fractional change in a small derivative, such 
as Nw» has been discussed, and this problem would apply to other small 


derivatives. The only other limitations which could be anticipated from 
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the computer study were those associated with the airplane instrumentation. 
The magnitudes of the physical quantities sensed in the feedback loops were 
approaching the mechanical limits of the transducers used in the autopilot. 
FLIGHT PHASE 

The experimental phase of the investigation consisted of a limited 
flight test program. The primary purpose of the flight test program was 
to obtain a preliminary evaluation of the modified NAvion as a lateral- 
directional flight simulator. Accuracy and repeatability of simulation 
conditions are vital prerequisites for subsequent utilization of the 
NAvion in any meaningful study of handling qualities parameters. As a 
secondary objective, an attempt was made to obtain some indication as to 
the feasibility of the proposed pilot opinion study of the parameter 2 
It must be noted, however, that the flight maneuvers used were designed 
to reflect the degree of simulation and were not necessarily those which 
might best reflect pilot opinion. No quantitative rating of pilot opinion 
was attempted. For these reasons, all pilot opinion expressed in the sub- 
sequent discussion must be interpreted as "first impression." 

From the combined results of the various phases of the investigation 
preliminary to the flight test phase, several qualitative observations 
were made: 

(1) With the exception of minor threshold and resolution difficulties 

discussed previously, the modified NAvion should be capable of 
a wide range of controlled dynamic simulation in the lateral- 


directional modes of motion. 
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(2) 


i) 


Due to the fact that the NAvion is a low-speed, low-altitude 
airplane not designed for high maneuverability or acrobatic 
flight, some difficulty was anticipated in meeting some of 

the current military specifications for fighter type aircraft. 
The speed limitations of the NAvion makes it impossible to 
simulate the accelerations experienced in any similar maneuver 
in a high speed aircraft. This would probably have a measurable 


effect on pilot opinion ratings. 


From the first few evaluation flights of the modified NAvion, 


several deficiencies were noted in the system: 


(1) 


(2) 


(3) 


Resolution in trimming the aircraft by use of the knob- actuated 
trim controller was not adequate for the precision trim adjust- 
ments necessary in the flight test maneuvers. This could be 
alleviated by adjusting the "peck size" of the autopilot systen, 
or by increasing the mechanical gear ratio of servo-drum travel 
to aileron control surface deflection. 

The combination of low gain potentiometer settings required and 
the resolution obtainable from the markings onthe potentiometer 
face-plates adversely affected the repeatability of precise 
feedback gain settings. The problem of the low feedback settings 
has been discussed. Installation of vernier type potentiometers 
would improve the repeatability of settings. 

Changing the polarity of the lateral stick deflection to rudder 
channel signal required removal of the main terminal board from 
the equipment table. Relocation of the necessary terminals to a 


more accessible part of the terminal board is indicated. 
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(4) Large amounts of cable stretch in the aircraft control systems, 
particularly the aileron system, due to airloads on the con- 
trol surfaces invalidated the control deflection calibration 
made on the ground. This problem is one of great importance 
since it affects the variation of all the equivalent stability 
derivatives. This problem might possibly be solved by in- 
stalling control surface position transducers at each aileron 
and at the rudder. This would permit an airborne calibration 
of control surface position per volt input to the autopilot. 
This problem had also be noted in Ref. 6. 

The flight test maneuvers were patterned after the forcing function 
inputs used on the analog computer. These were a step aileron input to 
obtain roll rate response and a cross-controlled maneuver to excite the 
dutch roll oscillation. It was found, during the preliminary flights, 
that a satisfactory entry for the rolling maneuver was to trim the air- 
plane initially to a steady side-slip condition. This entry allowed 
sufficient time for the airplane to reach a satisfactory steady state roll 
rate before too large a bank angle had developed with an associated ten- 
dency for the airplane to enter a steep nose-down spiral. The special 
auxiliary circuit providing the step aileron input, described in Section 
IIT, was adjusted on the ground to provide a static aileron deflection of 
TO. This constant input was used in all rolling maneuvers. Due to the 
cable stretch in the aileron control system, the actual deflection of the 
ailerons in flight was less than 10°. It was estimated to be approximately 


3 - 4 degrees. The dutch roll entry was effected by establishing a steady 
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side-slip condition by cross controlling the rudder and aileron flight 
controls and then rapidly releasing them. 

The response of the airplane during the maneuvers was monitored 
through the telemetering ground station and the quality of the data was 
evaluated. This procedure permitted repeats of unsatisfactory maneuvers 
and facilitated the flight test program by enabling good quality data to 
be obtained in the limited Plight time available. 

Flight test runs consisted of a dutch roll excitation and the standard 
roll maneuver for each of six different configurations. The configurations 
consisted of the basic NAvion, the "X" airplane with no modification of 
the “WY? yatio and the "X" airplane with the W® ratio modified to 

Wd Wd 
memes of 0.5, 0.0, 1.0, and 1.2. 

The filtered time traces of telemetered time-histories of the flight 
maneuvers are shown in Figs. 23 through 27. The Oodata was obtained from 
the servo-position data and the static ground calibration of aileron position 
angle. Measurements made from these traces and the analog computer traces 
@re tabulated in Table VII. 

For the basic NAvion, comparison of the results of analog and flight 


Gest data indicated excellent correlation in dutch roll period and damping 


end fair correlation in the measured oe and IPA ratios. A comparison 
Pss 


of steady state rolling velocity would be meaningless due to the uncertainty 
in measuring the aileron position angle and the rolling root 1/Tp from the 
Tlight test results. 

The dutch roll frequency of the "X" airplane shows excellent correla- 
tion with analog results. The value of the dutch roll damping parameter 


however, was seen to be about 0.20 from flight test data as opposed to 
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0.10 from analog results. The flight test value for tne 7 ratio was 
about 0.9 as opposed to 3.0 from the analog results. A change in the 
dihedral effect smaller than that predicted would tend to induce errors 
in both of these parameters in the direction indicated by the comparison 
of results. At least a part of these apparent discrepancies may be 
attributed to the aileron system cable stretch. Whether the dynamic 
characteristics of the autopilot or sensing devices contributed sig- 
nificantly to these differences is not knows. Some non-linear effects 
were noted in the flight test data from the "X" airplane configuration, ., 
but these effects were small and the causes were not investigated. 

Difficulties in repeatability of gain potentiometer settings are 
indicated by the differences in dutch roll damping of the flight maneuvers 
for < < 1 and those for ay > 1. These sets of data were obtained 
from two separate flights, which required re-setting all of the gain 
peventiometers. 

Although over-all simulation was not considered good from comparison 
of flight test and analog results, it is apparent from the results that 
the variable feedback autopilot system has the capability of considerable 
variation of the characteristics of the NAvion. It is believed that with 
the modifications to the system which have been proposed, the modified 
NAvion would be capable of acceptable simulation over a considerable range 
of characteristic motions. 

From the flight test data obtained for the various predicted values 
of the = ratio, the qualitative effect on the variation of the induced 
dutch roll oscillations was the same as that shown by the analog computer 


traces. The amplitude of dutch roll oscillations increased with departure 


39+ 





er the aan ratio from unity and the steady state roll rate increased with 


——e 


ud 
increasing “¢ . There was little correlation in the magnitude of these 
LUd 
effects, however. Roll rate reversal had already occurred at a predicted 


value of the “2% ratio of 0.8 in the flight test data while the analog 


Wd 
results showed the upper limit of this phenomenon to be at Wh = 0.6. 
Wd 
From the “? ratio; 2 ae 
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it can be seen that discrepancies in the simulation of either the control de- 
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Cable stretch in both the aileron and rudder control systems, affecting all 


mivacives, L. , or Ng could cause variance in the actual value atvamaed, 
of these derivatives, may induce significant errors in this ratio. The 
fepent test run for a predicted a ratio of 0.5 showed not only roll rate 
reversal, but also a turn in the wrong direction for the step input. This 
was not predicted in the computer study. 

Calculation of the a ratio from the correlation parameter equatron 
depends on the ability to measure 1/T,. since the input for the rola 
maneuver was approximately a ramp-type input rather than a step, data re- 
duction procedures similar to those outlined in Ref. 11 are indicated. It 
would be desirable to have available a rapid means to check the accuracy of 
the equivalent stability derivatives. Perhaps, some sort of analog matching 
meennique could be employed. 

The basic stick-steering autopilot was satisfactory. The control 
deflections required to fly the basic NAvion were easily obtained by adjust- 
ing the flight control gain potentiometers to a desired setting. It was 


suggested by the pilots who flew the airplane that the rudder pedal spring 


tension be increased, and that the stick flight controller damping be decreased. 


else 





The motion of the modified NAvion in the test configurations was 
very pronounced. It was quite apparent to the pilots that, because of 
the very effective airplane control surfaces, the basic modes of motion 
of the basic airplane had been substantially changed. In particular, the 
dutch roll mode of motion was easily excited for the "X" airplane, and in 
some cases very difficult to control. For the low speeds and the low roll 


rates used in this investigation, the pilots were not able to distinguish 
BL 
Fes 
high roll rates, small changes might well be noticeable both from the 


small changes in the correlation parameter For high speeds and 
Magnitude of the roll rate oscillation and the induced accelerations. 
This indicates that any numerical "satisfactory limits" placed on either 
the “ ratio or the correlation parameter would probably have to be a 
function of the anticipated roll rates in order to be of value as flying 
Guelity criteria. 

The utility of using the NAvion class airplane to obtain valid pilot- 
opinion data appears to be limited perhaps just to indicate a trend or 
range of pilot opinion. The airplane does provide, however, a six degree of 
freedom platform at relatively low cost, and should be useful in developing 


techniques utilized in a more general study. 
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SECTION IV 
CONC LUS IONS 
The preliminary evaluation of the North American NAvion class 
airplane as a lateral-directional variable stability flight simulator 
for use in the investigation of handling qualities criteria resulted 
in the following conclusions: 

1. The NAvion, configured with a three-axis variable feedback autopilot, 
is capable of simulation over a considerable range of the 
lateral-directional modes of motion. 

2. The use of the NAvion as a flight simulator to obtain accurate 
quantitative pilot-opinion data which are valid for high speed, 
highly maneuverable aircraft appears to be limited, due to the 
flying qualities of the basic airplane. The convenience and the 
relatively modest cost of the NAvion as a six degree of freedom 
simulator, however, indicate its value for limited range studies 
of pilot-opinion trends. 


1 


3. “She? ratio = and its correlation parameter, » are 
g 


= $ 
perhaps valid handling qualities criteria, but any numerical 
limits assigned should be functions of the anticipated rolling 


velocities. 
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TABLE [I 
PHYSICAL CHARACTERISTICS OF THE NAvion 
WING DATA 


Total Area (including ailerons, flaps 


and 19.87 ft. covered by fuselage) 184.34 rt.° 
Span 33.38 ft. 
Aspect Ratio 6.05 
Taper Ratio 0.54 
Dihedral Angle (<90 deg. 
Root Chord ‘{ -2Ornt.. 
Mean Aerodynamic Chord 62235 ine 


Incidence Angle 


Root e.Ondece. 

Abner e) -~ 1.0 deg. 
oweepback of Leading Edge 340 deg. 
Twist 

Geometric SOU CQere. 


Aizrfoil seevion 
Root NACA 4415R 
Tie NACA 6410R 
Flaps, 40 deg., Plain 
AILERON DATA (For one aileron) 
Area 2.16 ft.° 
Span _ 61.99 in. 


Deflection 30 deg. up; 20 deg. dwn. 





TABLE I (continued) 


AILERON DATA (continued) 
Control 
Aerodynamic Balance 
Static Balance (Outboard end of each 
aileron) 
Trim Tab (Right aileron) 
Ratio of Aileron Chord to Wing Chord 


HORIZONTAL TAIL DATA 


Wheel Throw 


Frise-type nose 


Streamlined weight 
Fixed Bend Tab 


0.284 


Total Area (Including 2.37 ft.- covered 


by fuselage) 
Sspean 
Aspect Ratio 
MAC 
Airfoil Sections, Root and Tip 
Incidence Angle 
ELEVATOR DATA 
Total Area 
Span 
memection 
Deflection Trim Tabs 
(32 in. span, 4-1/2 in. Chord) 
Root Chord 


FipecChord 


43.05 ft.° 
13%. fee 
4.02 
Bat ts 
NACA 0012 
~ 3.0 deg. 
Eee rt.° 
73.900 7a 


30 deg. up; 20 deg. dwn. 


+ 30 deg. 
fp Be ah 


1, Ot c. 





TABLE I (continued) 


VERTICAL TAIL DATA 


Area (Including 2.57 ft.© blanketed by 


fuselage and excluding 1.84 res” 


dorsal fin area) 
Span 
Airfoil Section 
Root 
dg io 
Incidence Angle (With respect to FRL) 
RUDDER DATA 
Area 
Deflection 
Trim Tab 
Rig (Angle with respect to fin 
center line) 
FUSELAGE DATA 
Fuselage Length Over-all 
Width, Maximum 
Depth, Maximum 
Fineness Ratio 


POWER PLANT DATA 


12.93 £t.° 


LL O3r i te 


NACA 0013.2 Modified 
NACA 0012-64 Modified 
2 deg. Nose Left 
2 

6. OSmeain. 
17 deg. L.3 23° deere. 


Fixed Bend Tab 


3 deg. Right 


27 25 aie 
Ll ae 
Leo=te. 


6.2 


Airplane is powered by one Continental E-185 engine. Maximum 


continuous rated horsepower at sea level 185 at 2300 RPM. 





TABLE I (continued) 
POWER PLANT DATA (continued) 
The propeller is a Hartzell hydro-selective propeller with the 


following characcverioctcs ; 


Activity Factor 100 
Diameter 86 in. 
Pitch (.75R) 26.5 deg. 


MISCELLANEOUS DATA 


Weight 
Basic 2129 lbs. 
Fuel (40 gal.) 240 lbs. 
Pilots (2 with parachutes) _410 lbs. 
Gross Weight | 2779 Ibs. 
Center of Gravity Position 29.5% MAC 
Tail Length 16.86 aes 


Autopilot Mechanical Gear Ratios 
Deg. Elevator per Deg. Servo-drum 0.919 
Deg. Aileron per Deg. Servo-drum 0.910 


Deg. Rudder per Deg. Servo-drum Oe 350 





TABLE II 


SPECIFICATIONS OF INSTRUMENTATION COMPONENTS 


RATE GYROS 
Manufacturer Minneapolis -Honeywell 
Model No. JG 7005A-24 
Power Input 115 volts, 400 cycle A.C. 
Power Consumption 32 watts (starting), 13 watts (running) 
Pever opeed 20,000 RPM 
Weight in75 Ube. 
Maximum Turn Rate Modified to approximately 30°/sec. 
Potentiometer Resistance 530 ohms 
Potentiometer Excitation Gyro c= os volte fac. 


Gyros #10, #11 and #13 - 30 volts A.C. 


VERTICAL GYRO (ROLL-PITCH) 


Manufacturer Minneapolis -Honeywell 

Model No. JG (OO3A-11 

Power Input 115 volts, 400 cycle A.C. 30 watts (max.) 
Rotor Speed 20,000 RPM 

Weight 4.5 lbs. 


Potentiometer Active Angle 52° either side of center 


Potentiometer Excitation 30 Voltceaec- 





SIDESLIP VANE 


Manufacturer 
Model No. 
Potentiometer Resistance 


Potentiometer Active Angle 


Potentiometer Excitation 


TELEMETER TRANSMITTER UNIT 


Manufacturer 
Model No. 
Input Signals 


Information Channels 


oempling Rate 

Accuracy 

RF Power Output 
Frequency Range 
meequency Stability 
Primary Power Requirement 


Weight 


TABLE II (continued) 


Giannini 

2516 

1997 ohms 

Yaw channel - + 0 

Roll Channel - + 45° 

Yaw channel - 15 volts A.C. 
Boll channel - 30 volts A.C lie 
ASCOP 

DT -4 

O-5 volts D.C. 

43 plus two for synchronization of ground 
station 

20 RPS 

+ 1% of full scale 

4 watts 

215-235 MC 

+ 0.05% 

20 VOlGce ines 


19.6 lbs. 





TABLE II (continued) 


MISCELLANEOUS DATA 
Excitation Voltages 


Servo Position Potentiometers 


Trim Controller 

Rudder Pedal Position 

Stick Controller (Roll) 
Feedback Gain Potentiometer 


Resistance 


Roll Channel 48 volts A.C. 
Yaw Channel 60 volts A.C. 
30 volts A.C. 
HOeV ol ve nec 
35. Volts fC. 


5000 ohms 





Lg 


TABLE III 


DEFINING EQUATIONS FOR EQUIVALENT 
AND 
ARTIFICIAL STABILITY DERIVATIVES 


Le + Ky, Igy + Kg ly, leas = Ki3 Ne, + Ky Ng. 
B+ 6 ys _. © Some Me ee 
= Ly + Ky ly + Ky Lg, Yy" = YS + Ky Ye 
13 jee Ye" = Ke YS, 
on Sy Tp = Ke YG, 
Ng + Ky Ng, + Kg Ng ; Ys," = Ky, Ye, 
ety Kk, Ne. Ly" = Ky; Ly, 


te r Ke, a iu Kg Ka Ny = Kyi Ngo 





TABLE IV 


NUMERICAL SOLUTIONS FOR FEEDBACK GAIN CONSTANTS 


K), = eee 002415 Le - .2775 Ng 


Ke .123 - .002415 ee 2 Ne 
Ke ane 124 - .002415 L." = .2775 N." 
Kp = .346 + .0490 La’ + .0278 Nia" 
iS = (Sf .O490 L," + .0278 N,." 
Kip = - 0828 + .0490 L." + .0278 N,," 
Nga. 
K 2205S) i .178 
id = da he 5d x LY 


2.05.88 + 3.62 
Lg, 





TABLE V 


NUMERICAL VAIUES FOR BASIC NAVION STABILITY DERIVATIVES 


The values of the non-dimensional derivatives given are values 
averaged from several methods of stability derivative determination 


as given in previous NAvion lateral-directional studies and summarized 


in Ref. 7. 
Non-dimensional Derivative Value § Dimensional Derivative Value 
ie -.592 Ve ~.216 
C1, Jil, L. 1:95 
Cig - 0554 LA ~9.76 
om - 441 L, | -7.4 
Ch. - .0932 Ny - 461 
Cag. - .0034 Nga -.178 
Cn g 0918 NZ 4.81 
oa, -.0758 N, - .376 
Cyr 158 Ys. -0576 . 
Cig 2 Leo 20.5 
Cig 0116 Ls. 2.05 
Cn. - .0691 NSy -3.62 


Transformation from non-dimensional to dimensional form was based 


on the following conditions: 


h = 6500 feet SDA U, = 120 MPH 
ieee 6eCs AA = 7-24 
Jy = .0218 Ig = OSE: 





TABLE VI 
ANALOG EQUATIONS 
AND 
POTENTIOMETER SETTINGS 


Potentiometer numbers and analog circuitry are shown in Figs. 21 and 22. 


EQUATIONS 


{ 
UW e 
T 


216 B + Y- .1825b - .0576§ . 


-6 =9.768 -1.95p +7.4o - 20.58, - 2.05 4. 
- y = - 4.818 + 461 Y + .376> + .178 &, + 3.63 €, 
Sy =+Po, + AG -O.1 Pow - Py > 


> 
' 


= Py3 On - poo PioW + 0.5 X Pyy > es p 


POTENTIOMETER SETTINGS 
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: re 
| Peto : 13 | K3 Variable 
{ - ; * <n ¢ Soo = os es ~s es. 5 ee oe 
See 1 5 | 1 Ly 74 
. = { . ; f sneee ws ee See 
| 288 i ane | Wrest 488 
eines ae ES gt oe gr eee Ane k t Hee sone Sa A we ea eae 
| 248 1 ee | es ae | 25125 
| 152 18 | .25 Le 4875 
ee. cis ae 
te cal (1025 Mey | 5325 
} { 
| Variable j} 20, lee ouliae 356 
; 48h | 28 CO N,, 376 
‘ | 
cera ao | | 461 
ee oe ae gies 
f 
: 0 30 | 2 NEy ~725 
2 ih re ae 
O 31° = 1 Ng 481 
| 
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FIGURE 4 
GAIN POTENTIOMETER PANEL 
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FIGURE 6 
EQUIPMENT COMPARTMENT 
(STERN VIEW) 









SERVOS 
FILTER-CONVERSION UNIT 
TELEMETER UNIT 

TELEMETER TERMINAL STRIP 
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APPENDIX A 
NUMERICAL EVALUATION OF GAIN CONSTANTS 


FOR SIMULATION OF THE "X" AIRPLANE 


The suggested response specifications for the "X" airplane were: 


Te week see ay? .08 Wy, = 2 rad./sec. Senos 
R moive sec. 
ae 
ae 3 Lg, (32) ~ "good" region from pilot opinion 
d 


Longitudinal characteristics ~ "good: ; 
Satisfaction of the requirement on Le ee and longitudinal 
characteristics were accomplished by adjustment of the gain controls 
for the stick controller to levels satisfactory to the pilot. 
Determination of equivalent stability derivatives to satisfy the 
remaining conditions was based on approximations and associated validity 
conditions given by Ref. 8. These approximations are based on the 
following expression for the conventional factorization of the lateral- 


directional characteristic equation: 


A(s) = ek + bs? + cs” + ds + € 
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a 1 
=(s + F)(s +=)(s° + 29, wys + wae) 
S R 


DETERMINATION OF EQUIVALENT STABILITY DERIVATIVES 


From T. = 0.4 and W, = 2 
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c= = 4.0 
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The following solutions for the coefficients of the characteristic 
equations are based on the complete expansion of Equation (10). 
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re Y, | Chee NL, | Let e = - 0.6 


let Lg = Ng = 0 


let N. = - 0.3 
a 
Then L." = 2.26 
Prom Db =92.7 
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Cae ig - (m,." “7 cae 1| Ne - Ny L," = 4,86 


A2 





The results of these calculations for the equivalent stability 


derivatives and coefficients of the characteristic equation may be 


summarized as follows: 


ios" 0.216 
g/U, = 0.183 
Ly = - 19.25 
= 2.184 
= 0 


Lp" 


The approximations used in obtaining these results are 


the following validity conditions. 


are satisfied are indicated: 


Validity Condition 
(1) Y,° = Yp" = 0 

& " 
Pie sin x, | << | Ly | 
(3) |¥yv"Nr" 7 N,"L,"| e< Na" 
(4) ly "L," | a ibe" | 
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(5) | 2m Cy + N,."")| <<cl 


L tT 
(6) | nem (N," - g/U,)| << 2 
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2.26 
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c = 4.86 

d = 10.0 

e = - 0.6 
subject to 


The degree to which these conditions 


Degree of Validity 


These conditions assumed 
assumed zero 


So 


|.212 | 
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|.4881 << [19.25] 
\.308| << 1 
|-1341] << 1 
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The degree of validity shown in satisfying condition (5) is marginal. 


The importance of satisfying this condition, which is one of the validity 


conditions in the dutch roll damping approximation, was seen by applying 


the condition to the basic NAvion derivatives. 


condition was not satisfied and the resultant approximation for 


was a negative value. 
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For this case the validity 
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Variation of the “2 ratio was accomplished by artificial variation 
ae 4 


of the control derivative ratio =o assuming no rudder deflection due 
ba 
to rudder pedal input. Variation of this ratio is described by the 


following equation: 


Nga. = Noo a NG, b. where Ky = Ae 
LS. ls. + ls. &, Ki3 


Numerical evaluation of the required values for the K; and for the 

Wp 
K7/Kj3 ratio required for the range of the WO ratio was accomplished 
my utilization of the numerical formulae listed in Table IV, With tie 


following results: o 





Dy NS. 
Ki Numerical Value a aan bbe: 
Ky 0.248 0.5 - 0.156 7915 
K. - 0.152 0.8 - 0.075 0.393 
Ke =O 3OU6 © O - 0.0492 
Kp = O46) 1.2 0.092 - 0.5h2 
Ky On271 
ion 0.020 
Ki1 O 
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